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AMERICAN GEOGRAPHICAL 
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Itinerary. — 1 legua=8,000 rants. 

Agrarian. — 1 yugada = 50 fanegadas = COO 
eclemines = 28,800 square estadales = 400,800 
square raras. 

Moneys. — On the Spanish basis, and in pieces 
as follows : 

Guld. — The onza and half onza, the doblon 
[!i] and escuda [}&]: the doblon=$10 in 
silver. 

Sitrer. — The peso fuerto or dollar and its 
half and quarter ; also the peseta of two reals, 
and the real and its half and quarter. 

2:jr*J5y decree of December 5, 1856, the 
metrical system of France was legalized and 
adopted as the national standard of weights, 
measures and moneys. The new coinage was to 
be in part issued on the 15th of October, 1858. 
The peso fuerto or hard dollar will, hereafter, 
be equivalent to the five franc piece of France 
and its subdivisions inproportion. 

MISCELLANEOUS STATISTICS. 



POPULATION OF CANADA. 

The following table exhibits the progress of 
population in Canada for the 10. years ending 
with 1857 : 

Lower Canada. Upper Canada. Total. 

1S43 768,835 723,087 1,491,922 

1851 890,201 952,004 1,842,265 

1657. 1,220,514 1,305,923 2,526,437 



Increase in 10 yoars. 451,679 582,836 1,034,515 
Rates of inc. per cent. 58.7 80.6 69.8 

— The area of Lower Canada is 210,020, and of 
Upper Canada 121, 280 square miles. Hence 
the density of population in the first is 5.8 and 
the latter 10.7 to the square mile. It must, 
however, be remarked that less than one-sixth 
of the whole area of Lower Canada is yet oc- 
cupied, and but little more than one-fourth of 
that of Upper Canada ; and hence the popula- 
tion in the settled portions of the country is in 
reality on a corresponding multiple the more 
dense. 

POPULATION OF NEWFOUNDLAND. 

A census taken in 1858 states the population 
at 119,334. According to the census of 1845 it 
contained 90,295 inhabitants ; and an official 
estimate made in 1851 stated the number at 
101,000. Of the population in 1858, 55,152 
were Roman Catholics, 42,859 Church of Eng- 
land, 20,142 Methodist, 302 Scotch Presbyte- 
rian, 520 Scotch Free Church, 347 Cougrega- 
tionalist, and 44 Baptist. 



ARKANSAS. 

The progress of Arkansas since 1850 is ex- 
hibited in the following comparison of the cen- 
sus returns of 1850, 1854, and 1858 : 

1850. 1854. 1858. 

White Persons 162,189 199,224 244,310 

Free Colored Persons-- 608 614 734 

Slaves. 47,100 60,279 80,385 

Total population. •• -209,897 260,117 325,429 
Lands cultivated, acrcs.781,530 875,180 1,288,034 
Cotton produced, bales. 65,344 160,779 172,651 

Corn, bushels 3,893,939 11,536,969 16,SS0,95> 

Wheat, bushels 199,639 332,535 1,139,076 

Oats, bushels 656,283 1,040,206 2,035,7^9 

Value of taxable prop- 
erty $35,428,675 55,377,384 99,873,243 

— Included in the taxable property in 1858 were 
360 saw mills, 104 tan yards, 56 distilleries, 
2,212 pleasure carriages, 04,198 horses, 23,108 
mules, 1,001 jacks and jennies, and 191,092 
neat cattle. 



TAXABLE PROPERTY IN OHIO. 

The development of this State is well 
marked in the increased value of taxable prop- 
erty. In 1825 the amount assessed was only 
$59,525,330, and up to 1840 it was only $128,- 
553,057. Its increase from the latter period, 
quinquennially, has been as follows : 
Years. Real EstnU, Personal Prop'y. Total. 

1840 8100,851,837 «27,502,820 $128,553,657 

1845 108,185,744 35,984,725 144,160,469 

1850 341,388,539 98,487,502 439,966,340 

1855 578,858,539 283,018,815 860.877.354 

1857 685,620,702 263,793,897 849,414,599 

BRAZIL AT THF. END OF 1857. 

The commerce of this Empire for the year 
ending December 31, 1857, was as follows : 

Imports. Exports. Total. 

England and 
Possessions. £8,190,116 £3,954,128 £12,144,244 

France and pos- 
sessions.... 1,830,674 1,058,611 2,889,285 

United States- 864,155 3,516,079 4,380,234 

Other coun- 
tries 2,876,828 4,193,783 7,070,611 

Total £13,761,773 £12,722,601 £2<M84,374 

The Brazilian Debt of the same date amount- 
ed to £12,970,500, namelv— foreign debt 
£5,345,500, (originally £0,039,800), internal 
debt £G,100,000, and the new Railroad loan, 
£1,525,000. 

The Revenue of the Empire for the year 
ending June 30, 1857, amounted to £5,480,211. 
The average revenue for the three years then 
ending had been £4,592,333 a year. A balance 
of £1,744,135 remained in the Treasury. 

The above returns refer to the Empire at 
large. Each province, however, has its own 



